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7 November 1952 


MKMORARSUM FOR THE MEMBERS OF USCIB 

Subject: Clearance of Members of the AEC for Special 

Intelligence* 

Reference: USCIB 13/288 dtd 23 October 1952. 

1. Confirming informal notification te all members, the 
name of Or. Henry DeWolf Smyth was withdrawn from the reference 
by the originator. 

2. Vote sheet replies indicate USCIB approval of the 
reference, as it applies to Mr. Gordon Dean, Chairman of the 
Atomic Energy Commission. 

3. The Director of Central Intelligence has been 
notified of the Board* s decision in this matter. 




H. CD^JONES 
Secretary, USCIB 
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